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NATIONAL FOREIGN INTELLIGENCE BOARD 


28 Nov 1983 


NOTE FOR HOLDERS OF DCID 1/14 

FROM: Executive Secretary, NFIB/NFIC 

SUBJECT: Page Correction 

REFERENCE: Director of Central Intelligence Directive 1/14, 
subject: Minimum Personnel Security Standards and 


Procedures Governing Eligibility for Access to Sensitive 
Compartmented Information, effective 1 September 1983 


Page 16 of the referent directive contains an error. Holders of 
this directive are requested to "X" mark out the existing page 16 and 


staple on top of it the attached corrected page 16. 


Poe -” 


Walter Elder 


Attachment: 
Corrected page 16 for DCID 1/14 
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